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TOPIC 

After an exchange of an upgraded Apple lie motherboard, running old versions of 
the Apple lie diagnostics results in an error condition, most freqently error 
code number 2 99. 

DISCUSSION 

The older versions of the diagnostics will not work properly with the upgraded 
motherbords . Use the most current version of Apple lie diagnostics (at least 
Rev. C) . 

Article Change History: 

19 Sep 1995 - Reformatted to meet current standards. 
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